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LONG    RANGE    BUILDING    PROGRAM 
1969-1971  BIENNIUM 


AS  RECOMMENDED  BY  THE  OFFICE  OF  THE  EXECUTIVE  SECRETARY 


LONG  RANGE  BUILDING  PROGRAM 


MONTANA  UNIVERSITY  SYSTEM  RECAP 


LEGISLATIVE  REQUESTS 


1969-1971  BIENNIUM 


UNIT 


ESTIMATED  COSTS 


state 


federal 


total 


University  of  Montana 

Montana  State  University 

Montana  College  of  Mineral  Science  &  Tech 

Eastern  Montana  College 

Northern  Montana  College 

Western  Montana  College 


$  4,535,000 

3,944,000 

308,545 

1,526,500 

527,000 

705,400 


1,159,000 
1,141,500 

400,000 
96,000 
27,000 


$  5,694,000 

5,085,500 

308,545 

1,926,500 

623,000 

732^400 


TOTAL  $11,546,445   $  2,823,500   $14,369,945 


SELF-LIQUIDATING 


University  of  Montana 

Montana  State  University 

Montana  College  of  Mineral  Science  &  Tech 

Eastern  Montana  College 

Northern  Montana  College 

Western  Montana  College 


TOTAL 


$  6,040,000 

5,064,900 

1,000,000 

5,050,000 

250,000 

$17,404,900 


LONG  RANGE  BUILDING  PROGRAM 


UNIVERSITY  OF  MONTANA,  MISSOULA 


1969-1971  BIENNIUM 


PRIORITY 

TITLE 

1 

New  Library,  Phase  I 

2 

Renovation  Projects 

3 

Women's  Center  Renovation 

4 

General  Utilities,  Phase  I 

5 

Pre-Plan 

-University  Hall  Renovation 

6 

Pre-Plan 

-CLassroom  Lecture  Hall 

7 

Vehicle  Storage  Building 

8 
9/ 

Skating  Rink,  Phase  II 

Fire  Preventive  Facilities, 

SELF-LIQUIDATING 

ESTIMATED  COST 


Phase  I 


state 

2,465,000 

886,000 

200,000 

560,000 

13,500 

2,500 

40,000 
200,000 
168,000 


$  1 


federal 

135,000 
14,000 
10,000 


total 

$  3,600,000 
900,000 
210,000 
560,000 

<^5,000)^&j? 

2,500    ,n 
(200,000)  ' 
40,000 
200,000 
168^000 


TOTAL  $  4,535,000   $  1,159,000   $  5,694,000 


High   Rise   Dormitory   III 


OjS 


y 


^^-Fieldhouse   Addition--  j      _^  /  .y 

-Research   Building  ^-/^y  -GtijisJaZtcj^, 
^Health   Service   Building   Renovation 


TOTAL 


$    2,630,000 

2,200,000 

770,000 

440,000 

$    6,040,000 


^Lloj&L  i  /JaASUsM 


CUsKUL 


AS 

;  REQUE 

1STED  BY 

UNIT 

LONG 

RANGE 

BUILDING 

PROGRAM 

MONTANA 

STATE 

UNIVERSITY,  BOZEMAN 

1969-1971  BIENNIUM 


PRIORITY    TITLE 


ESTIMATED  COST 


1 
2 
3 
4 
5 
7 
8 
9 
10 


Life  Science,  Complex  I 
Classroom-Office  Building(s) 
Nursing  Building 
Fire  Station 

Fire  Preventive  Facilities,  Phase 
Utility  Improvement  and  Extension 
Miscellaneous  Remodeling  Projects 
Agricultural  Field  Buildings 
Physical  Plant  Expansion 


state 

2,625,000 
2,301,300 
250,667 
142,000 
110,000 
209,000 
334,000 
235,500 
160,000 


federal 

$  1,125,000 

123,833 


16,500 


total 

$  3,750,000 
2,301,300 
374,500 
142,000 
110,000 
209,000 
334,000 
252,000 
160,000 


TOTAL  $  6,367,467   $  1,265,333   $  7,632,800 


SELF-LIQUIDATING 


Environmental  Control  in  Library 

Creative  Arts 

Student  Health  Center 

Married  Student  Housing,  Phase  II 


TOTAL 


$    100,000 

3,946,500 

197,700 

820,700 

$  5,064,900 


LONG  RANGE  BUILDING  PROGRAM 
MONTANA  STATE  UNIVERSITY,  BOZEMAN 
1969-1971  BIENNIUM 


PRIORITY    TITLE 


ESTIMATED  COST 


1  Life  Science,  Complex  I  $ 

2  Pre-Plan 
Classroom-Office  Building 

3  Pre-Plan 
Nursing  Building 

4  Remodel  Ryon  Lab 

5  Utility  Improvement  and  Extension 

6  Miscellaneous  Remodeling  Projects 

7  Fire  Preventive  Facilities,  Phase  I 

8  Fire  Station 

9  Agricultural  Field  Buildings 
10       Physical  Plant  Expansion 

TOTAL  $ 

SELF -LIQUIDATING 

^'^Environmental  Control  in  Library 
■^.'"Creative  Arts 

Student  Health  Center 

Married  Student  Housing,  Phase  II 


federal 
$  1,125,000   $  3 
(2 


total 


,750 
23 


,000 
i500 


,301 
5 


,300) 
,000 


state 

2,625,000 
23,500 

5,000 

100,000 
209,000 
334,000 
110,000 
142,000 
235,500 
160,000 
3,944,000   $  1,141,500   $  5,085,500 


$   100,000 

3,946,500 

197,700 

820,700 

$  5,064,900 


16,500 


(374 
100 
209 
334 
110 
142 
252 
160 


,500) 

,000 

,000 

,000 

,000 

,000 

,000 

,000 


TOTAL 


*(Need  Legislative  Authority) 


LONG  RANGE  BUILDING  PROGRAM 


MONTANA  COLLEGE  OF  MINERAL  SCIENCE  AND  TECHNOLOGY,  BUTTE 


1969-1971  BIENNIUM 


PRIORITY    TITLE 


ESTIMATED  COST 


state 


federal 


total 


Remodel  Metallurgy  Building         $ 

Fire  Control  and  Campus  Improvements 

Pre-Plan 

New  Classroom  Laboratory  Building 

and  Remodel  Engineering  Building 

Land  Acquisition 

TOTAL  $ 


71,800 

148,745 

38,000 


50,000   _ 
308,545   $ 


$    71,800 
148,745 

38,000 
(3,087,000) 
(   128,978) 

50,000 
$   308,545 


SELF-LIQUIDATING 


Student  Union  Addition 
Dormitory  Remodeling 


TOTAL 


$   700,000 

300,000 

$1,000,000 


LONG  RANGE  BUILDING  PROGRAM 


EASTERN  MONTANA  COLLEGE,  BILLINGS 


1969-1971  BIENNIUM 


PRIORITY    TITLE 


ESTIMATED  COST 


4 
5 


Renovation  Projects  and 

Phase  II,  McMullen  Hall 

Education  Building,  Phase  I 

Special  Education   -  Handicapped 

Center 

Master  Plan  of  Campus  and 

Utilities  Survey 

Land  Acquisition 

Pre-Plan 

Science  Complex 

Pre-Plan 

Physical  Plant  Building 


state 

250,000 

1,000,000 

40,000 

200,000 
34,000 

2,500 


federal 


total 


$    250,000 
400,000    1,400,000 

40,000 

200,000 
34,000 
(3,000,000) 
2,500 
(250,000) 


TOTAL  $  1,526,500   $   400,000   $  1,926,500 


SELF-LIQUIDATING 


Physical  Education  Building  Addition 
Residence  Hall 
Student  Union 


TOTAL 


$  800,000 
1,250,000 
3,000,000 

$  5,050,000 


LONG  RANGE  BUILDING  PROGRAM 


NORTHERN  MONTANA  COLLEGE,  HAVRE 


1969-1971  BIENNIUM 


PRIORITY    TITLE 


ESTIMATED  COST 


Replace  Boilers  and  Modify  Heating  $ 

Control  System  in  Cowan  Hall 

Emergency  Repairs  of  North  Wing  of 

Morgan  Hall  (Men's  Residence  Hall) 

Engineering  Tech  and  Industrial 

Arts  Building  -  Furnishing 

Campus  Grounds  Development  and 

Utilities  Improvement 

Completion  of  Auto  Mechanics 

Pre-Plan 

Library 

Completion  of  Physical  Plant 

Renovation  of  Vehicle  Storage 

Building 

TOTAL  $ 

SELF-LIQUIDATING 

Renovation  of  Donaldson  Hall 
Armory-Gym  Improvements 


state 

96,000   $ 

95,000 

15,000 

110,000 

90,000 
12,000 

70,000 
39,000 


federal 


10,000 


60,000 


26,000 


total 

96,000 

95,000 

25,000 

110,000 

150,000 

12,000 

(915,000) 

70,000 

65,000 


527,000   $    96,000   $   623,000 


TOTAL 


i    100,000 

150,000 

$   250,000 


LONG  RANGE  BUILDING  PROGRAM 

WESTERN  MONTANA  COLLEGE,  DILLON 

1969-1971  BIENNIUM 

PRIORITY    TITLE ESTIMATED  COST 

state      federal        total 

1  Renovate  Present  Buildings         $  220,000   $            $    220,000 
and  Old  Gym 

2  Equip  Classroom-Faculty  Office  54,000       27,000       81,000 
Building 

3  Land  Acquisition  and  Improvements  200,000                  200,000 

4  Pre-Plan  Physical  Plant  Maintenance  1,400                    1,400 
and  Vehicle  Storage  Building  (140,000) 

5  Site  Development  and  Fire  Preventive  130,000                   130,000 
Facilities 

6  Third  Floor  Addition  to  New  Library  100,000                  100,000 
Administration                    

TOTAL  $    705,400   $    27,000   $    732,400 

SELF-LIQUIDATING 
None 


